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Message Text 

UNCLASSIFIED 

PAGE 01 BUD APE 02564 271304Z 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 ICA-20 /041 W 

052827 280038Z/64 

R 271121Z JUN 78 
FM AMEMBASSY BUDAPEST 
TO USDOC WASHDC 
INFO AMEMBASSY BUCHAREST 
SECSTATE WASHDC 1808 
AMEMBASSY MOSCOW 
AMEMBASSY PRAGUE 
AMEMBASSY VIENNA 
AMEMBASSY WARSAW 

UNCLAS BUDAPEST 2564 

VIENNA FOR VONTILLIUS 

E.O. 11652: N/A 
TAGS: BEXP, HU 

SUBJECT: MARKETING OF U.S. MEDICAL & SURGICAL EQUIPMENT 
EXHIBITION IN BRNO INTERNATIONAL FAIR, SEPT 13-21, 1978 

REF: USDOC 11108 

1 . MEDICAL EQUIPMENT MANUFACTURING IS ONE OF THE STRONGEST 
BRANCHES OF THE HUNGARIAN ECONOMY. LARGE QUANTITIES OF 
THESE ITEMS ARE EXPORTED, THEREFORE SUBJECT SHOW WOULD 
ATTRACT VERY MODEST INTEREST HERE. THESE PRODUCTS ARE 
IMPORTED BY ONE FTO, MEDICOR WORKS. WHICH WILL ALSO BE AN 
EXHIBITOR IN THE BRNO SHOW. 

2. CONSIDERING THE ABOVE, WE WOULD PREFER THAT ENGLISH 
BROCHURES OF THE U.S. EXHIBIT BE SENT TO BUDAPEST RATHER 
THAN HAVE DUSEX DONALD SLIWICKI VISIT. WE, HOWEVER, WILL 
BE PLEASED TO INFORM MEDICOR WORKS ABOUT THE U.S. 

EXHIBITION AND FORWARD BROCHURES. 
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Drafter: n/a 
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Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
From: BUDAPEST 
Handling Restrictions: n/a 
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ISecure: 1 
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Subject: MARKETING OF U.S. MEDICAL & SURGICAL EQUIPMENT EXHIBITION IN BRNO INTERNATIONAL FAIR, SEPT 13-21 , 1978 
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